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INTRODUCTION 


Many  essential  services,  including  auto  repair  and  dry- 
cleaners,  and  institutions,  such  as  schools  and  hospitals, 
produce  hazardous  waste.   If  you  use  cleaning  solvents,  oil, 
inks,  paints,  acids,  or  alkalines,  for  example,  you  may  be  a 
generator  of  hazardous  waste. 

As  a  generator,  it  is  your  responsibility  to  know  your  legal 
obligations  under  the  Massachusetts  Hazardous  Waste  Regulations. 
Inappropriate  handling  and  disposal  of  hazardous  waste  has 
damaged  water  supplies  and  threatened  human  health. 
Increasingly,  businesses  find  that  meeting  the  legal  requirements 
is  good  practice  that  protects  the  environment,  the  equity  in 
their  property  and  their  neighbors  and  employees . 

Under  the  "Super fund"  law,  you  are  liable  for  your  hazardous 
waste  and  any  damage  it  causes  even  after  it  leaves  your  site  and 
is  taken  away  by  a  transporter  to  a  treatment,  storage  or 
disposal  facility.   You  can  be  required  to  contribute  to  the 
costs  of  cleaning  up  any  contamination  resulting  from  your  wastes 
wherever  they  end  up.   It  is  important,  therefore,  that  you 
determine  how  to  prevent  pollution  before  it  begins. 

The  cost  of  waste  disposal  and  liability  coverage  is 
escalating.   Landfilling  of  many  hazardous  wastes  is  now  banned. 
There  are  few  commercial  hazardous  waste  disposal  facilities  and 
their  capacity  is  limited. 

Reducing  the  amount  of  your  hazardous  waste  may  be  the  most 
economical  and  environmentally  sound  approach  to  meeting  your 
requirements.   Substituting  non-hazardous  for  hazardous  products, 
modifying  your  process,  segregating  non-hazardous  from  hazardous 
waste  streams,  recycling  your  waste  and  better  housekeeping 
should  be  key  considerations  for  you. 

The  Massachusetts  Department  of  Environmental  Quality 
Engineering  (DEQE)  regulates  all  non-households  (businesses  and 
institutions)  which  generate  any  amount  of  hazardous  waste. 
Radioactive  and  infectious  wastes  are  regulated  by  the 
Massachusetts  Department  of  Public  Health  as  well  as  by 
federal  agencies. 

This  brochure  is  a  summary  of  a  portion  of  the  Massachusetts 
Hazardous  Waste  Regulations  and  is  organized  as  follows: 

Classification 

Paperwork 

Housekeeping 

Very  Small  Quantity  Generators 


It  is  designed  to  help  you  understand  the  regulations  and 
will  assist  you  in  meeting  your  legal  obligation  and  avoiding 
potential  penalties.  However,  it  is  not  a  substitute  for  reading 
and  complying  with  the  full  Hazardous  Waste  Regulations  310  CMR 
30.000. 

Because  Massachusetts  requirements  are  more  stringent  than 
the  federal  requirements,  you  will  be  in  complaince  with  federal 
hazardous  waste  regulations  when  you  meet  the  state  standards. 

The  complete  regulations  are  available  at  the  State  House 
Bookstore.   You  can  have  them  sent  to  you  by  calling 
(617)  727-2834  and  asking  for  the  most  recent  copy  of  310  CMR 
30.000. 

For  a  specific  fact  sheet  for  your  industry,  which  will 
provide  more  detailed  information,  call  the  Hazardous  Waste 
Regulatory  Program's  Compliance  Assistance  Line  at  617-292-5898. 


CLASSIFICATION 
Determine  whether  your  waste  is  hazardous  (310  CMR  30.100) 
Common  hazardous  wastes  are: 

-  waste  oil 

-  solvents  and  thinners 

-  acids  and  bases/alkalines 

-  toxic  or  flammable  paint  wastes 

-  nitrates,  perchlorates  and  peroxides 

-  abandoned  or  used  pesticides 

-  some  wastewater  treatment  sludges 

There  are  two  ways  a  waste  may  be  identified  as  hazardous: 
it  may  be  listed  in  the  regulations  (310  CMR  30.131-136)  or  it 
may  be  defined  by  its  hazardous  characteristic  (310  CMR  30.120). 

Hazardous  waste  may  be  a  listed  discarded  chemical,  an 
of f -specif ication  product,  or  a  liquid  or  solid  residue  from  an 
operation  process,  which  has  one  or  more  of  the  characteristics 
below: 

*  Ignitable  (easily  catches  fire,  flash  point  <140°F); 

*  Corrosive  (easily  corrodes  materials  or  human  tissue,  very 
acidic  or  alkaline,  pH  of  <2   or  >12.5); 

*  Reactive  (explosive,  produces  toxic  gases  when  mixed  with 
water  or  acid) ; 

*  Toxic  (can  leach  toxic  chemicals  as  determined  by  a  special 
laboratory  test); 

Your  waste  is  considered  acutely  hazardous  if  it  is  on  the 
list  of  acutely  hazardous  wastes  (310  CMR  30.136).   These  wastes 
are  extremely  toxic  or  reactive  and  are  regulated  more  strictly 
than  other  hazardous  wastes. 

To  find  out  if  your  waste  is  hazardous  check  with: 

*  the  supplier  of  the  product  (request  a  hazardous  material 
safety  data  sheet); 

*  laboratories; 

*  trade  associations; 

*  consulting  engineers; 

and  verify  by  reviewing  the  Massachusetts  Hazardous  Waste 
Regulations. 


Determine  your  generator  status  and  regulatory  requirements 

Two  activities  determine  your  generator  category:   the  rate 
at  which  you  generate  and  how  much  you  store  (accumulate).   Under 
new,  more  flexible  regulations,  the  amount  and  length  of  time  you 
can  accumulate  your  wastes  may  vary  according  to  the  type  of 
waste. 

A  Large  Quantity  Generator  (LQG)  generates  more  than  1,000 
kilograms  (2200  lbs.)  of  hazardous  waste  in  a  month.   Once  the 
first  1,000  kilograms  has  been  accumulated,  the  waste  must  be 
shipped  within  90  days.   There  is  no  limit  to  the  amount  which 
can  be  accumulated. 

A  .Small  Quantity  Generator  (SQG)  generates  less  than  1,000 
kilograms  in  a  month,  and/or  less  than  1  kilogram  of  acutely 
hazardous  waste  (acutely  hazardous  waste  is  listed  in  the 
Massachusetts  regulations,  310  CMR  30.136). 

A  Very  Small  Quantity  Generator  (VSQG)  generates  less  than 
100  kilograms  in  a  month,  and  generates  no  acutely  hazardous 
waste. 

To  understand  how  you  are  regulated,  estimate  your  maximum 
monthly  volume  of  waste  oil  and  your  maximum  monthly  volume  of 
all  other  hazardous  waste.   The  Guide  to  Determining  Status  and 
Regulatory  Requirements  on  page  5  will  assist  you. 

Example: 

Your  firm  generates  55  gallons  of  spent  solvent  and  500 
gallons  of  waste  oil  in  a  month.   According  to  the  Guide  (see 
conversions),  you  are  a  Small  Quantity  Generator  (SQG)  of 
hazardous  waste  because  you  produce  more  than  100  kilograms  but 
less  than  1000  kilograms,  and  a  Large  Quantity  Generator  (LQG)  of 
waste  oil  because  you  produce  more  than  1,000  kilograms.  Your 
regulatory  status  will  be  found  in  Line  2. 

Reading  across  the  columns,  on  Line  2,  your  EPA  status  is 
SQG  (Column  2).   You  may  accumulate  your  solvent   for  as  long  as 
180  days,  or  until  you  have  reached  a  volume  of  2000  kilograms 
(500  gallons)  in  containers  (see  page  10),  whichever  happens 
first  (Column  3).   You  must  ship  your  waste  oil  every  90  days, 
regardless  of  the  volume  (Column  4).   You  must  obtain  an  EPA 
Identification  Number  and  use  a  manifest  for  both  wastes  (Column 
5).   You  must  manage  your  waste  according  to  the  accumulation 
area  standards  on  page  8  and  you  must  fulfill  the  emergency 
preparation  and  response  requirements  on  page  11.   You  are  not 
required  to  file  an  annual  report  or  a  contingency  plan  or 
provide  full  personnel  training,  which  is  necessary  for  larger 
generators . 
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PAPERWORK 

The  Manifest  (310  CMR  30.310) 

As  a  generator  you  always  retain  responsibility  for  your 
hazardous  waste.   If  your  waste  is  dumped  or  disposed  of 
improperly,  you  can  be  held  responsible.   It  is  therefore 
important  that  you  know  where  your  waste  is  going  and  that  it  is 
handled  properly  and  safely. 

Federal  law  (the  Resource  Conservation  and  Recovery  Act  of 
1976,  known  as  RCRA)  requires  a  national  'cradle  to  grave' 
tracking  system  for  hazardous  waste.   In  Massachusetts,  every 
shipment  of  hazardous  waste  by  a  large  or  small  generator  must  be 
transported  by  a  licensed  hauler  and  sent  to  a  licensed 
treatment,  storage  or  disposal  facility  (TSD)  or  a  permitted 
recycling  facility  and  must  be  accompanied  by  an  8-part  shipping 
document,  called  the  Uniform  Hazardous  Waste  Manifest. 

You  must  use  the  Massachusetts  Manifest  form  unless  you  are 
sending  your  waste  to  a  facility  out  of  state,  in  which  case  you 
should  contact  the  other  state  to  find  out  which  form  to  use. 
You  are  responsible  for  completing  the  generator  portion  of  the 
manifest.   Directions  for  the  distribution  of  the  copies  are  on 
the  back  of  the  manifest.   A  copy  will  be  returned  to  you  when 
the  facility  has  accepted  your  shipment. 

If  you  do  not  receive  a  copy  of  the  manifest  from  the 
receiving  facility  within  3  5  days  of  the  date  when  your  waste  was 
shipped,  you  should  contact  your  transporter  or  the  operator  of 
the  facility  to  determine  the  status  of  your  waste.  If  you  have 
still  not  received  the  manifest  within  45  days,  you  must  file  an 
Exception  Report,  explaining  the  efforts  you've  taken,  with  the 
DEQE's  Division  of  Hazardous  Waste  and  with  the  state  where  the 
designated  facility  is  located. 

Note  the  generator's  certification  statement  on  your 
manifest,  which  you  must  sign: 

"If  I  am  a  small  quantity  generator,  I  have  made  a  good 
faith  effort  to  minimize  my  waste  generation  and  select  the 
best  waste  management  method  that  is  available  to  me  and 
that  I  can  afford." 

All  generators  must  keep  copies  of  all  manifests  and  any 
records  of  tests  and  analyses  done  of  their  hazardous  waste  for 
at  least  3  years,  and  for  the  duration  of  any  enforcement  action. 


Exception  for  Small  and  Very  Small  Generators  of  Waste  Oil 

(310  CMR  30.253[8]) 

If  you  are  a  small  or  very  small  quantity  generator  and  ship 
only  waste  oil  or  are  a  Very  Small  Quantity  Generator  of  other 
waste  (see  Lines  5,6,7,8  of  the  Guide),  you  may  use  a 
transporter's  log  instead  of  a  manifest  for  that  shipment. 
However,  you  must  register  on  a  prescribed  form  with  the  DEQE 
( see  page  16) . 

The  EPA  Identification  Number  (EPA  ID)  (310  CMR  30.303) 

In  order  to  have  your  waste  accepted  by  a  licensed  hauler  or 
treatment/storage  facility,  you  must  be  assigned  a  9-digit 
number,  with  the  prefix  "MAD",  for  your  location.   This  number 
will  be  entered  on  each  manifest  in  Block  1. 

In  order  to  get  an  EPA  ID,  call  DEQE  (617-292-5898)  for  an 
application  for  an  EPA  Identification  Number.   Mail  the  completed 
application  to  the  Boston  office  listed  in  the  instructions. 
Your  number  will  be  mailed  to  you  within  a  few  months.   While  you 
are  waiting  for  a  permanent  EPA  ID,  you  can  obtain  a  temporary 
EPA  ID  over  the  phone  by  calling  DEQE  at  (1-800-343-3420).   There 
•  is  no  charge  for  either  the  temporary  or  permanent  EPA  ID. 

The  ID  number  is  site-specific.   You  are  required  to  notify 

DEQE's  Division  of  Hazardous  Waste  in  writing,  or  on  a  specified 

form,  of  any  change  in  your  address,  contact  person  or  generator 
status . 


Shipping  Your  Hazardous  Waste  (310  CMR  30.304,  30.305) 

All  hazardous  waste  must  be  transported  in  containers  that 
are  labeled  with  the  words  HAZARDOUS  WASTE,  the  name  of  the 
waste,  type  of  hazard  (e.g.,  toxic,  flammable),  generator's  name, 
address  and  EPA  ID  number.   Refer  to  the  container  standards 
described  on  page  8  of  this  summary. 

A  list  of  licensed  transporters  and  Massachusetts 
treatment, storage  or  disposal  facilities  is  available  from  DEQE 
by  calling  (617)  292-5822.   Many  transporters  are  authorized  to 
assist  you  in  preparing  your  waste  for  shipment. 


HOUSEKEEPING 

Accumulation  Area  Standards  (310  CMR  3  0.3  51[8]) 

Your  accumulation  or  storage  area  must  meet  the  following 
conditions  for  both  containers  and  tanks: 

*  Above-ground  tanks  and  containers  must  be  on  a  surface 
which  does  not  have  any  cracks  or  gaps  and  is  impervious 
to  the  hazardous  wastes  being  stored; 

*  Area  must  be  secured  against  unauthorized  entry; 

*  Area  must  be  clearly  marked  (e.g.,  by  a  visible  line  or 
tape,  or  by  a  fence)  and  be  separate  from  any  points  of 
generation; 

*  Area  must  be  posted  with  a  sign:  "HAZARDOUS  WASTE"  in 
capital  letters  at  least  one  inch  high; 

*  An  outdoor  area  must  have  secondary  containment,  such  as  a 
berm  or  dike,  which  will  hold  any  spill  or  leaks  at: 

-  10%  of  the  total  volume  of  the  containers,  or 

-  110%  of  the  volume  of  the  largest  container,  whichever 
is  larger. 

Any  spillage  must  be  promptly  removed. 

(In  general,  if  the  hazardous  waste  being  stored  has  no 
free  liquids,  no  pad  or  berm  is  required,  provided  that 
the  accumulation  area  is  sloped,  or  the  containers  are 
elevated. ) 

Standards  for  Containers  and  Tanks  (310  CMR  30.680,  30.690) 

*  Each  container  and  tank  must  be  clearly  and  visibly 
labeled  throughout  the  period  of  accumulation  with  the' 
following: 

-  the  words  "HAZARDOUS  WASTE" 

-  the  name  of  the  waste  (e.g.,  waste  oil,  acetone) 

-  the  type  of  hazard(s)  (e.g.,  ignitable,  toxic, 
dangerous  when  wet,  corrosive) 

-  date  on  which  the  accumulation  began. 

*  Each  container  must  be  in  good  condition. 

*  Wastes  of  different  types  must  be  segregated.   For 
example,  this  includes  not  mixing  waste  oil  or  used  fuel 
oil  with  other  wastes.   Be  careful  not  to  put  incompatible 
wastes  in  the  same  container  or  put  wastes  in  unwashed 
containers  that  previously  held  incompatible  wastes. 
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Separate  containers  of  incompatible  wastes  by  a  berm,  dike 
or  similar  structure. 

Each  container  holding  hazardous  wastes  must  be  tightly 
closed  throughout  the  period  of  accumulation,  except  when 
the  waste  is  being  added  or  removed. 

Containers  holding  ignitable  or  reactive  wastes  must  be  at 
least  15  meters  (50  ft)  from  the  property  line.  If  this  is 
not  possible  or  practical  you  must  store  such  containers 
in  compliance  with  all  applicable  local  ordinances  and  by- 
laws. 

Inspect  your  accumulation  area  at  least  once  a  week  for  any 
leaking  or  deterioration  of  your  containers.   You  must  have 
enough  aisle  space  between  your  containers  to  allow  for 
inspections. 


DRUMS  MUST  BE  LABELED 

wmtmmm. 


MflZflRDOUS 


Accumulation  Time  Limits  (310  CMR  30. 3 51 [5]) 

As  a  small  quantity  generator  (SQG),  you  may  accumulate  up 
to  2000  kgs  or  4400  lbs  in  containers,  or  up  to  6000  kgs 
(approximately  1650  gallons)  in  tanks  for  as  long  as  180  days.  If 
both  tanks  and  containers  are  used  to  store  hazardous  waste 
and/or  waste  oil,  the  total  waste  which  can  be  accumulated  at  any 
one  time  may  not  be  determined  by  adding  the  two  limits.  The  180 
day  clock  may  be  started  when  a  total  of  100  kgs,  (approximately 
25  gallons),  is  accumulated,  if  the  containers  are  redated  at 
that  time. 


Satellite  Accumulation  (310  CMR  30.3  51(4)) 

Additional  flexibility  is  offered  by  allowing  you  to 
accumulate  up  to  55  gallons  of  hazardous  waste,  or  one  quart  of 
acutely  hazardous  waste,  at  each  point  where  you  generate  your 
waste  if  you  meet  the  following  conditions: 

*  The  waste  must  be  generated  from  a  process  at  the  location 
of  the  satellite  accumulation; 

*  Each  satellite  accumulation  area  can  have  only  one  container 
for  each  waste  stream  in  use  at  a  time; 

*  Each  satellite  accumulation  area  must  be  managed  by  the 
person  who  is  directly  responsible  for  the  process  producing 
the  waste; 

*  The  waste  must  be  moved  to  the  main  designated  accumulation 
area  within  three  days  after  the  container  is  full. 

Accumulation  of  Waste  Oil  in  Underground  Tanks  (including  those 
resting  directly  on  the  ground)  (310  CMR  30.690) 

*  For  leak  detection  in  tanks  containing  waste  oil  which  were 
installed  before  10/15/83,  a  dipstick  test  must  be  conducted 
every  30  days.  A  more  than  1/2  inch  difference  in  level 
within  a  24  hour  period  must  be  reported  to  DEQE. 
Underground  tanks  containing  other  hazardous  wastes  must 
undergo  a  tightness  test,  and  must  be  monitored  on  a  daily 
basis . 

*  Tanks  installed  after  10/15/83  must  have  secondary 
containment  and  a  monitoring  system  or  be  constructed  of  a 
corrosion-resistant  material. 

*  Keep  a  log  of  all  test  results  for  at  least  3  years 
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EMERGENCY  PREPARATION  AND  RESPONSE  (310  CMR  30.3  51(9)) 

Equipment 

To  minimize  the  risk  of  fire,  explosion,  or  release  of 
hazardous  wastes  that  may  contaminate  the  environment,  you  are 
required  to  have  on  site,  and  immediately  accessible  to  your 
hazardous  waste  handling  area,  the  following  (unless  the  hazards 
posed  by  your  wastes  do  not  require  one  of  them) : 

*  an  alarm  or  communication  system  which  can  provide  emergency 
instruction  to  employees; 

*  a  telephone,  two-way  radio  or  other  device  which  can  summon 
police,  fire  or  emergency  response  teams; 

*  portable  fire  extinguishers  and/or  fire  control  equipment 
(e.g., foam,  inert  gas),  and  spill  control/decontamination 
equipment; 

*  adequate  supply  and  pressure  of  water,  automatic  sprinklers  or 
water  sprays,  or  foam-producing  equipment. 

All  your  equipment  must  be  periodically  tested  and 
properly  maintained  so  it  will  work  during  an  emergency. 

Prepare  Your  Employees 

You  must  thoroughly  familiarize  each  of  your  employees 
with  all  the  waste  handling  and  emergency  procedures  that 
may  be  needed  for  each  of  their  jobs.   An  employee  must  have 
immediate  access  to  alarm  or  communication  devices,  either 
directly  or  through  another  employee,  whenever  hazardous  waste 
is  being  handled.   If  your  operation  is  at  any  time  being 
handled  by  a  single  employee,  that  person  must  have  immediate 
access  to  a  telephone  or  two-way  radio. 

For  easy  movement  of  employees  and  emergency  equipment, 
you  must  maintain  adequate  aisle  space  in  the  area  of  hazardous 
waste  handling.   Mark  all  exits  clearly. 

Notify  Local  Authorities 

You  must  make  every  reasonable  attempt  to  carry  out  the 
following  arrangements,  in  regards  to  the  waste  you  produce: 
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*  Familiarize  your  police  department,  fire  department,  local 
boards  of  health,  and  any  emergency  response  teams  with 
the  hazardous  nature  of  your  waste;  the  layout  of  your 
site,  including  entrances  and  evacuation  routes,  and  the 
location  where  your  employees  usually  work; 

*  Familiarize  local  hospitals  with  the  hazards  of  your  waste 
and  the  types  of  injuries  that  could  result  from  any 
accidents; 

*  Obtain  agreements  with  emergency  response  teams  and 
contractors,  and  local  boards  of  health; 

*  If  more  than  one  police  and/or  fire  department  might 
respond  to  an  emergency,  make  an  agreement  with  the 
department  which  will  have  primary  emergency  authority  and 
specify  others  as  support. 

If  such  arrangements  cannot  be  made,  a  copy  of  a  signed 
and  dated  letter  from  you,  the  generator,  to  the  state  or  local 
entity  which  demonstrates  an  effort  to  make  these  arrangements 
will  be  considered  sufficient. 


Emergency  Coordinator 

You  must  designate  at  least  one  employee  to  be  on  call  (or 
on  the  premises)  at  all  times.   This  person  is  the  emergency 
coordinator  and  is  responsible  for  coordinating  all  emergency 
response  measures. 


Emergency  Response 

You  must  have  posted  next  to  each  telephone  near  your 
waste  generation  area  the  following: 

*  name(s)  and  telephone  number (s)  of  your  emergency 
coordinator ( s ) ; 

*  location(s)  of  the  fire  control  equipment  and  any  fire 
alarms; 

*  telephone  number  of  the  fire  department,  or  if  there  is  a 
direct  alarm  system,  instructions  on  how  to  use  it; 

*  evacuation  routes,  where  applicable. 
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If  any  of  the  following  emergencies  occur: 

*  Fire  -  attempt  to  extinguish  the  fire  and/or  call  the  fire 
department ; 

*  Spill  or  leak  -  contain  the  flow  as  quickly  as  possible  and  as 
soon  as  is  practical  clean  up  the  waste  and  any  soil  or  other 
materials  which  may  have  become  contaminated  with  waste; 

*  A  release  (spill  or  leak)  or  threat  of  release,  fire  or 
explosion  of  hazardous  waste  that  may  threaten  human  health  or 
the  environment 

Call  the  appropriate  DEQE  Regional  Office,  or 

Call  the  State  Police  (617-566-4500)  if  the  incident 
occurs  after  5  p.m.,  or  on  a  day  that  DEQE  is  closed, 
and 

Call  the  National  Response  Center's  24-hour  toll-free 
number  (1-800-424-8802). 
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VERY  SMALL  QUANTITY  GENERATOR  (VSQG)  (310  CMR  30.353) 

Registration 

If  you  generate  less  than  100  kgs  a  month  of  hazardous  waste, 
and  no  acutely  hazardous  waste,  you  are  eligible  to  register  as  a 
Very  Small  Quantity  Generator  (see  page  5  for  the  generation  and 
accumulation  limits).   To  gualify  as  a  Very  Small  Quantity 
Generator  you  must  register  your  waste  management  plan  with  DEQE 
(see  page  16).   If  you  do  not  register  as  a  VSQG,  you  are  subject 
to  the  more  stringent  SQG  regulations  (310  CMR  30.351). 

Treatment/Disposal  Options 

As  a  registered  VSQG  you  have  the  following  options  for 
handling  your  waste: 

*  you  may  recycle  or  treat  your  waste,  provided  the  process  you 
describe  in  your  registration  is  acceptable  to  DEQE; 

*  you  may  transport  your  waste  to  another  generator  who  is  in 
compliance  with  the  regulations  and  who  will  count  your  waste 
as  part  of  their  generation; 

*  you  may  transport  your  waste  in  your  own  vehicle  to  a  licensed 
treatment,  storage  or  disposal  facility,  or  permitted 
recycling  facility,  or  use  a  licensed  transporter  and  a 
manifest  form  (Use  of  the  manifest  reguires  an  EPA  ID# ) . 

Self -Transport  Option 

As  a  registered  VSQG  you  may  transport  your  own  hazardous 
waste  under  the  following  conditions: 

*  you  transport  only  the  waste  that  you  generated  on  your 
premises; 

*  you  do  not  transport  more  than  200  kgs  at  one  time; 

*  your  waste  must  be  in  containers  that  are: 

no  larger  than  55  gallons  in  volume 

compatible  with  the  waste 

tightly  sealed 

labeled  as  "HAZARDOUS  WASTE" 

labeled  with  the  name  of  the  waste  and  the  type  of  hazard 

(e.g.  ignitable) 

tightly  secured  to  the  vehicle 
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VSQG  ( continued ) : 

*  do  not  transport  incompatible  wastes  in  the  same  shipment; 

*  In  the  event  of  a  spill  or  leak  of  hazardous  waste  that  may 
threaten  human  health  or  the  environment  notify  DEQE  or  the 
State  Police,  and  the  National  Response  Center,  as  described 
on  page  13; 

*  you  must  have  a  copy  of  your  registration  with  DEQE  in  the 
vehicle; 

*  you  must  be  in  compliance  with  the  federal  Department  of 
Transportation  (617/494-2770)  and  State  Department  of  Public 
Safety  (617/566-4500)  requirements. 

Record-keeping 

If  you  are  not  using  a  licensed  transporter  but  are 
transporting  your  own  wastes,  you  do  not  need  an  EPA  ID  number  or 
manifest  form.   You  must,  however,  keep  a  record  of  the  type  and 
quantity,  as  well  as  the  date,  method  of  transport   and  treat- 
ment/disposal of  your  waste.   You  will  need  proof  of  the  receipt  of 
the  waste  by  the  facility  or  generator. 

You  must  keep  receipts  or  manifests  of  waste  shipped  and 
records  of  waste  analysis  for  at  least  3  years,  or  for  the  duration 
of  any  enforcement  action  by  DEQE. 

Accumulation  Limits 

You  may  accumulate  up  to  600  kgs  (approximately  165  gallons  or 
three  55  gallon  drums)  of  hazardous  waste  in  containers  that  meet 
the  standards  on  pages  8-9  with  no  time  limit. 
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SAMPLES  OF  NEW  REGISTRATION  FORMS 

I.  Very  Small  Quantity  Generator  Registration 


PLEASE   PRIM 


OR   TYPE 


DEQE  REGISTRATION 
MASSACHUSETTS  VERY  SMALL  QUANTITY  HAZARDOUS  WASTE  GENERATOR 


1988-1990 


NAME    OP   COMPANY 
MAILING   AOORK9S  STREET 

rB5Rfff-sffeffr-iA?rr_ry-i<"ifffffi7ceiy 

TTFr-ffr-ffcrsTUfs-s 5"tc~ 


NAME   OP   OWNER   OR   OPERATOR 


CITY   OR   TOWN 


"TECE"P"MO-N"r 


sesE-nesTGR- 


M  .A- 
■ep"A~Tcy 


(complece  if  already  assigned) 


Hazardous  Waste 
Generated  (check) 


Gallons  per  month 
prior  to  treatment 
or  recycling 


Disposal,  storage,  treatment  &/or  recycling 

(Name  company  &  address  where  waste  is  taken 
or  type  of  creatmenc  on  sice  of  generation) 


WA  S  TE   OIL. 
SOLVENT 


ACIO   OR   ALKALI 


other:      (   njiue) 


I  CERTIFY  UNDER  PENALTY  OF  LAW  that  I  have  personally  examined  and  am  familiar  wuh  the  information  submitted  in  this 
document  and  all  attachments  and  that.  based  on  my  inquiry  of  those  individuals  immediately  responsible  for  obtaining  the  information. 
I  bclie\  e  that  the  information  is  true,  accurate,  and  complete.  I  am  aware  that  there  are  significant  penalties  for  submitting  false  informa- 
tion, including  possible  fines  and  imprisonment. 


"lvaTe- 


P  R   I  NT       N A  ME 


Small   Quantity  Generator  of  Waste  Oil   Registration 


PLEASE  PRINT  OR  TYPE 


DEQE  REGISTRATION  1988-1990 

MASSACHUSETTS  SMALL  QUANTITY  GENERATOR  OF  WASTE  OIL 


:-Or-CO«PXRTT'-CCNERXTOR " 


-  FJARE-OF-  OWNER  "OR  "OPCHX  TOR" 


MAILING  AOORESS 


C ITY  OR  TO» 


STATE 


Z  IP 


"" ADDRESS" WHERE- WASTE-! 5" pBonOCEn- 


TECEPBONE- 


-oeaE~WEGTON- 


TtPE"OF"10SlRESS" 


STC" 


Waste  Oil 
Generated: 

Waste  Oil 
Transporter: 


gals,  per  month 


Other  Hazardous  Waste 

Name  waste:  

EPA  ID: 


gals,  per 
month 


Check  here  if  registered  as  VSQG: 


I  certify  under  penalty  of  I**  that  I  have  personally  exaained  and  am  fowl  liar  with 
the  inforwatlon  subittted  in  this  form  and  that  based  on  «.y  Inquiry  of  those 
Individuals  IwwwdlaUly  responsible  for  obtaining  the  Information.  I  believe  that 
t  Ttrue  accurate  and  cowplcte.   I  a-  a-aro  that  there  are  significant  penalties 
for  sutwitting  false  Inforwatlon.  Including  the  possibility  of  fine  and  iwpr. socmen t. 


•.  I  ..Ml  l> 


I'M  INT   NAME 


Ifi 


DEQE  REGIONAL  OFFICES 


Metro  Boston/Northeast 
5  Commonwealth  Avenue 
Woburn  01801 
617-935-2160 


Southeast 

Lakeville  Hospital 
Lakeville   02346 
617-947-1231 


Central 

75  Grove  Street 

Worcester   01605 

617-792-7653 


.Western 

P.O.  Box  2410 

Springfield  01101 

413-785-5327 


DEQE  MAIN  OFFICE 

Division  of  Hazardous  Waste 

1  Winter  Street 

Boston   02108 

617-292-5898  . 


